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Message Text 



UNCLASSIFIED 

PAGE 01 TUNIS 03323 031614Z 

44 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-07 /018W 

033423 

R 031445Z JUN 75 
FM AMEMBASSY TUNIS 
TO USDOC WASHDC 
AMEMBASSY ALGIERS 
AMEMBASSY BEIRUT 
INFO SECSTATE WASHDC 9233 

UNCLAS TUNIS 3323 

SECSTATE FOR NEA/AFN 

E.O. 11652: N/A 
TAGS: BEXP, TS 

SUBLTENDER FOR SUPPLY AND INSTALLATION OF SANITATION 
CONDUIT PIPES, CIVIL ENGINEERING CONSTRUCTIONS, 

EQUIPMENT FOR PUMPING STATION AND SEWAGE TREATMENT 
PLANTS - SPECIAL HANDLING 

1. 723/01/T025 

2. 060275 

3. M. CASSE 

4. 723 TUNISIA 

5. N 

6A. FURTHER INFORMATION PERTAINING TO THIS PROJECT 

AS WELL AS BID DOCUMENTS AND SPECIFICATIONS ARE OBTAINABLE 

FROM: 



6B. DIRECTION GENERALE, OFFICE NATIONAL DE L'ASSAINISSEMENT, 
8 RUE DU SENEGAL, TUNIS, TUNISIE. 

7. NONE 
UNCLASSIFIED 

UNCLASSIFIED 
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8. SEPARATE CALLS FOR BIDS WILL BE ISSUED BETWEEN 
JUNE 1. 1975 AND DECEMBER 31, 1976 COVERING $70 MILLION 
PROGRAM TO EXTEND SEWAGE COLLECTION, TREATMENT AND 
DISPOSAL FACILITIES IN GREATER TUNIS AREA OVER NEXT 3 YEARS. 
WORK ENVISAGED AS DESCRIBED UNDER NO. 10 BELOW IS TO 

BE CARRIED OUT IN PHASES. 

9. 201 

10. 1511000 - 70,000 - SUPPLY AND INSTALLATION OF SEWER 
LINES, 300 MILLIMETER TO 2000 MILLIMETER DIAMETER AND 
CONSTRUCTION AND EQUIPPING OF SEWAGE PUMPING AND TREATMENT 
STATIONS. SEPARATE CALLS FOR BIDS WILL BE ISSUED COVERING 
FOLLOWING WORKS: A) DEVELOPMENT AND REINFORCEMENT OF 
GREATER TUNIS SEWAGE SYSTEM. 60 KILOMETERS OF FREE FLOW 
SEWER LINES: B) MODERNISATION AND RECONSTRUCTION OF 
EXISTING SEWER SYSTEM IN GREATER TUNIS AREA AND IN 

CERTAIN OTHER TUNISIAN TOWNS, 80 KILOMETERS OF LINES; 

C) EXTENSION OF GREATER TUNIS SEWER SYSTEM, 90 
KILOMETERS OF LINES; D) STORM SEWERS AND INTERCEPTION 
OF RUN OFF AND EFFLUENT TO PREVENT POLLUTION OF LAKE 
OF TUNIS, 7 KILOMETERS OF 20 METER CANALS ALONG SIDE 
OF LAKE; E) 15 PUMPING STATIONS AND 10 KILIMETERS OF 
CONDUITS; F) TWO SEWAGE TREATMENT PLANTS IN GREATER 
TUNIS AREA - CAPACITY FOR EQUIVALENT OF 500,000 
AND 160,000 INHABITANTS RESPECTIVELY. 

11. PROJECT IS PARTLY FINANCED BY IBRD LOANS. ONLY 

IBRD MEMBER COUNTRIES AND SWITZERLAND ARE ALLOWED TO 
PARTICIPATE IN BIDDING. FURTHER DETAILS WILL BE 
TRANSMITTED WHEN TENDERS FOR INDIVIDUAL PHASES ARE 
ISSUED. 

12. CRITERIA B. 

SEELYE 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975TUNIS03323 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750193-1 141 
From: TUNIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750684/aaaacyxq.tel 

Line Count: 96 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 FEB 2003 by PhilliR0>; APPROVED <23 JAN 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ENDER FOR SUPPLY AND INSTALLATION OF SANITATION CONDUIT PIPES, CIVIL ENGINEERING CONSTRUCTIONS 
TAGS: BEXP, TS 
To: COM BEIRUT 
Type: TE 
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